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for Ft 1956 (Revised) and FT 1957 (Initial) Budget 


25X1 Ala 

25X1A1a 
25X1 Ala 


2 . The Cl Staff Operational Program has been reconciled 
with the total amount Included in the IT 1956 Congressional 
Budget. 

3. It is recommended that if the Operational Program 
is approved, umrouehered funis be used subject to their 
availability within Ft 19 56 appropriation when made. 


fb* Cl Staff Operational Program i n the amou nt of 
25X1 Ala IT 1956 Includes an increase ofHH^H or 

10.9* over the FT 1955 estimated obligations of 
The ST 1957 Initial Budget estimate of RIHJPiB is the same 
as that requested in the FT 1956 Operational program. 


s. R. SAUNDERS 


BD:CHB:RWL:emc 
(5 Hay 1955) 
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